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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 109405 
ORIGIN NRC-07 

INFO OCT-01 ARA-14 EUR-12 ISO-00 OES-07 10-14 ACDA-12 
CIAE-00 INR-10 L-03 NSAE-00 NSC-05 EB-08 SOE-02 
DODE-00 DOE-15 SS-15 SP-02 CEQ-01 /128 R 

DRAFTED BY USNRCJDLAELEUR 

APPROVED BY OES/NET/IM:D B HOYLE 

ARA/ECA: N BOUTON 

lO/SCT: A III.LSON 

ACDA: N HOLLINGSWORTH 

101918 290023Z/70 

P282310ZAPR78 
FM SECSTATE WASHDC 
TO AMEMBASSY VIENNA PRIORITY 
AMEMBASSY BRASILIA PRIORITY 
AMCONSUL RIO DE JANEIRO PRIORITY 

UNCLAS STATE 109405 

USIAEA 

E.O. 11652:N/A 
TAGS:TECH, AU, BR 

SUBJECT:NUCLEAR SAFETY ASSISTANCE TO BRAZIL 
REE: A. STATE 99398; B. VIENNA 3758 

1. EOLLOWING IS BIODATA ON MR. PAUL COLLINS, NRC, PROPOSED 
EXPERT TO ASSIST BRAZILIAN CNEN STAFF IN MATTERS RELATED TO 
LICENSING OF REACTOR OPERATORS, BEGINNING MAY 22 FOR ONE 
WEEK. PLEASE PASS TO AGENCY AND CNEN CONTACTS PER REETEL B. 

2. PAUL J. COLLINS, BORN FEBRUARY 28, 1927, NEW YORK, N.Y., 

U.S. CITIZEN. HOME ADDRESS: 4920 SENTINEL DRIVE NO.20, 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 109405 

BETHESDA, MARYLAND. EDUCATION: BS IN MECHANICAL ENGINEER- 
ING, RENSSELAER POLYTECHNIC INSTITUTE 1952. EMPLOYMENT: 

1952-1965 E. 1. DU PONT DE NEMOURS & CO., ASSIGNED TO 
SAVANNAH RIVER PLANT - REACTOR DEPARTMENT, QUALITY CONTROL 
GROUP- SUPERVISOR RESPONSIBLE FOR RECEIPT AND INSPECTION OF 
ALL REACTOR COMPONENTS. 1957-62 REACTOR DEPARTMENT, REACTOR 
SUPERVISOR RESPONSIBLE FOR DAY-TO-DAY OPERATIONS OF PRODUC- 
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TION REACTOR. 1963-65 INSTRUCTOR, REACTOR DEPT OPERATOR 
TRAINING SCHOOL. 1965-1978 USAEC AND USNRC. 1965-67 EXAM- 
INER - OPERATOR LICENSING BRANCH. 1967-69 PWR GROUP LEADER, 

OPERATOR LICENSING BRANCH. 1969-1978 BRANCH CHIEE - OPERA- 
TOR LICENSING BRANCH. PROEESSIONAL SOCIETY: MEMBER OE ANS 
REACTOR OPERATIONS DIVISION EXECUTIVE COMMITTEE. VANCE 


UNCLASSIEIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: BIOGRAPHIC INFORMATION, NUCLEAR SAFETY, CONSULTANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 apr 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE1 09405 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JDLAFLEUR 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 83-01 52 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1978043/aaaaaccv.tel 

Line Count: 68 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9a2d54a9-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN NRC 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 99398, 78 VIENNA 3758 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2887215 
Secure: OPEN 
Status: NATIVE 

Subject: NUCLEAR SAFETY ASSISTANCE TO BRAZIL 
TAGS: TECH, AU, BR, US, (COLLINS, PAUL J) 

To: VIENNA BRASILIA MULTIPLE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9a2d54a9-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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